Re:  Refridga 


Subject:  Re:  Refridga 

From:  braboin@downtownla.com 

Date:  09/27/2017  11:06  AM 

To:  Elisabeth  Cutler  <ecutler@downtownla.com> 

CC:  Isamar  Flores  <lsamar.Flores@aus.com>,  Jennifer  Quintero 
<jquintero@ccala.org> 

After  further  consideration  and  a  meeting  with  the  staff  we  thing  the  Boys  and 
Girls  club  deserves  the  Refrigerator 

Brian  K.  Raboin 

Vice  President  of  Operations 

-j  https://www.dow 


Downtown  Center  Business  Improvement  District 

640  S.  Olive  Street  I  Los  Angeles,  CA  90014 
Call:  213-624-2425  I  Fax:  213-615-1655 
Web:  DowntownLA.com 


On  Sep  27,  2017,  at  10:25,  Elisabeth  Cutler  <ecutler(5>downtownla.com>  wrote: 


Please  let  me  know  if  the  Service  Center  would  like  to  take  one  of  the  refrigerators 
from  our  kitchen.  If  not,  the  Boys  &  Girls  Club  will  take  it.  Thanks! 


Elisabeth  Cutler 

Executive  Assistant  to  the  President  &  CEO 
<  i  m  a  g  e  001.  pnq> 

Downtown  Center  Business  Improvement  District 

626  Wilshire  Blvd.,  Suite  200  I  Los  Angeles,  CA  90017 
Tel:  213-416-7534  I  Fax:  213-624-0858 
Web:  DowntownLA.com 
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